
Volenski, Dina 


Gill, Lauren 

Tuesday, November 06, 2018 6:55 PM 
Town Council 

Fwd: PG&E Safety Alert: Extreme weather conditions and high fire-danger may cause 
temporary power shutoff for safety (Notification on Tuesday, November 6) 
fia_11 xl 7_282.pdf; fia_11x17_280.pdf 


From: 

Sent: 

To: 

Subject: 

Attachments: 


Fyi 


Sent from my Verizon, Samsung Galaxy smartphone 


-Original message- 

From: "Wilson, Joe (Public Affairs)" • 

Date: 11/6/18 6:07 PM (GMT-08:00) 

To: "McCracken, Shari" <SMcCracken@buttecounty.net>, "Ring, Brian (bring@buttecounty.net)" 
<bring@buttecounty.net>, "Mattox, Marc" <mmattox@townofparadise.com>, '"tlando@cityoforoville.org"' 
<tlando@cityoforoville.org>, "Gill, Lauren" <lgill@townofparadise.com>, "Bill LaGrone (blagrone@oropd.org)" 
<blagrone@oropd.org> 

Cc: "Wilson, Joe (Public Affairs)" 

Subject: PG&E Safety Alert: Extreme weather conditions and high fire-danger may cause temporary power shutoff for 
safety (Notification on Tuesday, November 6) 

Butte County Leaders, 

I wanted to give you a heads up that extreme weather conditions and high fire-danger are forecasted within your 
area, beginning early Thursday morning, November 8. Conditions and timing could change. These conditions may 
cause power outages in your community. To protect public safety, PG&E may also temporarily turn off power. We 
will be reaching out to customers asking that they prepare emergency plans and supplies. We continually monitor 
conditions, as extreme weather threats can change quickly. If we do need to turn off power for safety, we will 
attempt to send another notice prior to shutting off power. And we will work to restore power as soon as it is safe 
to do so. More information is available at pge.com/wildfiresafety or by calling 1-800-PGE-5002 

Areas within Butte County possibly affected include: 

280 BUTTE Bangor, Butte Creek Canyon, Cherokee, Cohasset, Concow, Forest Ranch, Hurleton, Magalia, 

Nimshew, Oregon City, Paradise, Parkhill, Rackerby, Richardson Springs, Wyandotte, Yankee Hill 

282 BUTTE Berry Creek, Brush Creek, Clipper Mills, Feather Falls, Forbestown, Old Forbestown, Robinson Mill 

Please feel free to share this information with the Councilmembers and Supervisors. I am available to answer any 
questions and will be sending you additional information as I receive it. 


l 





Thanks 


Joe Wilson 

Manager, Public Affairs | Pacific Gas and Electric Company 
Sacramento, Sierra, North Valley, Stockton and Yosemite Divisions 
0: 530.896.4289 | 

Call 811 Before You Dig 
www.pge.com/diesafelv 
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Volenski, Dina 


From: Wilson, Joe (Public Affairs) 

Sent: Tuesday, November 06, 2018 6:07 PM 

To: McCracken, Shari;Ring, Brian (bring@buttecounty.net);Mattox, 

Marc; tlando@cityoforoville.org';Gill, Lauren.Bill LaGrone (blagrone@oropd.orq) 

Cc: Wilson, Joe (Public Affairs) 

Subject: PG&E Safety Alert: Extreme weather conditions and high fire-danger may cause temporary 

power shutoff for safety (Notification on Tuesday, November 6) 

Attachments: fia_11x17_282.pdf; fia_11x17_280.pdf 


Butte County Leaders, 


I wanted to give you a heads up that extreme weather conditions and high fire-danger are forecasted within your 
area, beginning early Thursday morning, November 8. Conditions and timing could change. These conditions may 
cause power outages in your community. To protect public safety, PG&E may also temporarily turn off power. We 
will be reaching out to customers asking that they prepare emergency plans and supplies. We continually monitor 
conditions, as extreme weather threats can change quickly. If we do need to turn off power for safety, we will 
attempt to send another notice prior to shutting off power. And we will work to restore power as soon as it is safe 
to do so. More information is available at pge.com/wildfiresafety or by calling 1-800-PGE-5002 

Areas within Butte County possibly affected include: 

280 BUTTE Bangor, Butte Creek Canyon, Cherokee, Cohasset, Concow, Forest Ranch, Hurleton, Magalia, 

Nimshew, Oregon City, Paradise, Parkhill, Rackerby, Richardson Springs, Wyandotte, Yankee Hill 

282 BUTTE Berry Creek, Brush Creek, Clipper Mills, Feather Falls, Forbestown, Old Forbestown, Robinson Mill 

Please feel free to share this information with the Councilmembers and Supervisors. I am available to answer any 
questions and will be sending you additional information as I receive it. 

Thanks 

Joe Wilson 

Manager, Public Affairs | Pacific Gas and Electric Company 
Sacramento, Sierra. North Valiev. Stockton and Yosemite Divisions 
O: 530.896.4289 | 

Call 811 Before You Dig 
www.pge.com/diesafelv 
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Elementary _ 

Berry Creek Elementary 
Feather Falls Elementary 
Yuba Feather Elementary 
High School _ 

Ipakanni Early College Charter 
Intermediate/Middle/Junior High 

Bald Rock Community Day 
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Elementary _ 

Achieve Charter School of Paradise Inc. 
Berry Creek Elementary 
Cedarwood Elementary 
Children's Community Charter 
Concow Elementary 
Forest Ranch Charter 
Paradise Elementary 
Pine Ridge 

Ponderosa Elementary 
Ele mentary- High Combination 
Hometech Charter 

High School _ 

Honey Run Academy Secondary 
Paradise Adult 
Paradise eLearning Academy 
Paradise Senior High 
Ridgeview High (Continuation) 
Intermediate/Middle/Junior High _ 

Bald Rock Community Day 
Golden Feather Community Day 
Paradise Charter Middle 
Paradise Intermediate 


1 Hospitals 





Feather River Hospital 
Oroville Hospital 
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Volenski, Dina 


From: Hawks, David@CALFIRE <David.Hawks@fire.ca.gov> 

Sent: Tuesday, November 06, 2018 7:36 PM 

To: Gill, Lauren,Mattox, Marc 

Cc: Curtis Lawrie 

Sub j ect: Fw: PG&E’s Public Safety Power Shutoff (PSPS) messaging for today, Tuesday 11/6/2018 at 

1800 hrs. “POSSIBLE PUBLIC SAFETY POWER SHUTOFF SCHEDULED FOR 
THURSDAY NOVEMBER 8,2018“ 

Attachments: 11-6 fia_11x17_280.pdf 


Lauren & Marc 

FYI, if you haven't yet heard PG&E is considering a public safety power shut-off that could include 
Butte Co and Paradise. Obviously they are monitoring the weather and conditions may change, but 
Rob Cone told me this evening that as of now the models are showing that Butte County may receive 
the strongest of the forecast winds. 

See you in the morning. 

Take care, 

David Hawks, Division Chief 

CAL FIREI Butte County/Paradise Fire Rescue 

North Division Operations 

Email: David. Hawks@fire.ca.gov 

www.buttecountv.net/fire/www.fire.ca.gov 


From: Cone, Rob 

Sent: Tuesday, November 6, 2018 7:09 PM 
To: Weaver, Michael; Kendall, Mark@CALFIRE 

Cc: CALFIRE Northern Region Unit Chiefs; CALFIRE Northern Region Unit Duty Chiefs; CALFIRE CNR OCC Staff; Millar, Jeff; 
Perdue, Pamela; Smith, Kevin; Lee, Jeff; Wickham, Jim; Maskarich, Michael; pursueitconsulting@gmail.com; Pinto, 
Cecile, Rodriguez, Richard; Wilson, Joe (Public Affairs); Sanders, Brandon; john.lord@ssvems.com; Flannery, Joseph -FS; 
llano, Eli -FS; dale.carnathan@lakecountyca.gov; Dunsmoor; HPowers@placer.ca.gov; Hernandez, Herman; 
smurphy02@fs.fed.us; Erwin, John@CALFIRE; john.gulserian@co.nevada.ca.us; oes@co.nevada.ca.us; Twohey, Kevin; 
christopher.godley@tetratech.com; aflora@clearlake.ca.us; brian.martin@lakecountyca.gov; Ch700, Fd@yahoo; 
brasmussen@lakeportpolice.org; taylor.morrison@sen.ca.gov; gfolsom@clearlake.ca.us; Bottari, Brian 
Subject: RE: PG&E's Public Safety Power Shutoff (PSPS) messaging for today, Tuesday, 11/6/2018 at 1800 hrs. 
**POSSIBLE PUBLIC SAFETY POWER SHUTOFF SCHEDULED FOR THURSDAY NOVEMBER 8,2018** 


All, 

Attached above, are the current maps for areas that could be affected by the PSPS scheduled for 
Thursday 11 - 8 - 2018 . 


l 



There will be three emails due to the size of the maps. 


/2<rir Cirite 

Public Safety Specialist 

Emergency Preparedness & Public Partnerships 
Pacific Gas and Electric Compnay 
11239 Midway 
Chico, CA 95928 


From: Cone, Rob 

Sent: Tuesday, November 06, 2018 5:56 PM 

To: Weaver, Michael <jMWWB@pqe.com>; Kendall, Mark@CALFIRE < Mark.Kendall@fire.ca.aov >: 
'smurphy02@fs.fed.us' < smurphy02@fs.fed.us >: 'john.erwin@fire.ca.qov' <iohn.erwin(5)fire ca aov> 
Cc: CALFIRE Northern Region Unit Chiefs < Unit.Chiefs.Northem@fire.ca.nnv >- CALFIRE Northern 
Region Unit Duty Chiefs < NorthernOperationsChiefs@fire.ca.aov >: CALFIRE CNR OCC Staff 
<C NR-occStaff@fire.ca.qov >; Millar, Jeff < JN19@pqe.com >: Perdue, Pamela <PSP6@oae com>- 
Smith, Kevin <K6SP@pge.com>; Lee, Jeff < J6LY@pqe.com >: Wickham, Jim < JPWQ@oae.com >’: 
Maskarich, Michael < M11B@pqe.com >; pursueitconsultina@qmail.com : Pinto, Cecile 
<CBR6@pge.com>; Rodriguez, Richard < RCRU@pae.com >: Wilson, Joe (Public Affairs) 
<J8WE@pqe.com>; Sanders, Brandon < BLSY@pge.com >: 'john.lord@ssvems.com' 
<john.lord@ssvems.com>; Flannery, Joseph -FS < jflannerv@fs.fed.us >: llano, Eli -FS 
< eilano@fs.fed.us > 


Subject: PG&E s Public Safety Power Shutoff (PSPS) messaging for today, Tuesday 11/6/2018 at 
1800 hrs. **POSSIBLE PUBLIC SAFETY POWER SHUTOFF SCHEDULED FOR THURSDAY 
NOVEMBER 8,2018** 


All, 


SUBJECT: PG&E Safety Alert: Extreme weather conditions and high fire-danger may cause 
temporary power shutoff for safety (Notification on Tuesday, November 6) 

Extreme weather conditions and high fire-danger are forecasted within your area, beginning early 
Thursday morning, November 8. Conditions and timing could change. These conditions may cause 


2 



power outages in your community. To protect public safety, PG&E may also temporarily turn off power. 
We will be reaching out to customers asking that they prepare emergency plans and supplies. We 
continually monitor conditions, as extreme weather threats can change quickly. If we do need to turn off 
power for safety, we will attempt to send another notice prior to shutting off power. And we will work to 
restore power as soon as it is safe to do so. More information is available at pge.com/wildfiresafety or by 
calling 1-800-PGE-5002. Thank you. 

Below is our most recent messaging to our agency cooperators concerning the possibility of a Public 
Safety Power Shutoff (PSPS) event for Thursday, November 8, 2018. 


A Public Safety Power Shutoff will only be done as a last resort during the most extreme fire 
danger conditions. 


Importantly, no single factor will drive a PSPS. PG&E takes a combination of many criteria into 
consideration when making such a decision. The criteria includes: 


• A Red Flag Warning declared by the National Weather Service 

• Low humidity levels, generally 20 percent and below 

• Sustained winds above approximately 25 mph and wind gusts in excess of approximately 45 
mph 

• Site-specific conditions such as temperature, terrain and local climate 

• Condition of dry fuel on the ground and live vegetation (moisture content) 

• On-the-ground, real-time observations from PG&E field crews 


PG&E’s Wildfire Safety Operations Center and our Meteorology team are monitoring weather 
conditions on 24 x 7 basis. 

Based on current forecasts: 

• Sustained winds: 25 - 30 mph and gusts above 50 mph 

• Humidity level: Generally, falling to below 10 percent or lower 

• Dead fuel moisture levels dropping to critical levels due to the period of dry winds Saturday 
night through Monday morning. 

• Peak conditions are expected to occur between 4:00 AM Thursday and 4:00 PM Thursday 

The below noted information includes the cities and communities by county and Fire Index Areas that 
may be affected by this possible PSPS event. 
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175 LAKE Adams, Anderson Springs, Bonanza Springs, Castle Rock Springs, Clearlake, 

Clearlake Oaks, Clearlake Riviera, Cobb, Finley, Glenhaven, Harbin Springs, Hidden Valley 
Lake, Hobergs, Kelseyville, Lakeport, Lower Lake, Middletown, North 

Lakeport, Pepperwood Grove, Pine Grove, Soda Bay, Spring Valley, Upper Lake, Whispering 
Pines 

175 SONOMA Healdsburg 


175 NAPA Aetna Springs, Angwin, Berryessa, Deer 
Napa Soda Springs, Pope Valley, Spanish Flat 


Park, Knoxville, Moskowite Corner, 


280 BUTTE Bangor, Butte Creek Canyon, Cherokee, Cohasset, Concow, Forest Ranch, 
Hurleton, Magalia, Nimshew, Oregon City, Paradise, Parkhill, Rackerby, Richardson Sprinqs 
Wyandotte, Yankee Hill 


282 BUTTE Berry Creek, Brush Creek 
Forbestown, Robinson Mill 


, Clipper Mills, Feather Falls, Forbestown, Old 


282 YUBA Challenge, Strawberry Valley, Woodleaf, Yuba Foothills 
282 PLUMAS LaPorte 


330 NEVADA Alta Hill, Alta Sierra, Birchville, Boston Ravine, Bridgeport, Cedar Ridge, 
Cherokee, Chicago Park, French Corral, Glenbrook, Gold Flat, Grass Valley, Hills Flat, Lake City, 
Nevada City, North Columbia, 

North San Juan, Peardale, Red Dog, Rough and Ready, Spring Hill, Sunset 
View, Sweetland, Union Hill, You Bet 

330 SIERRA Alleghany, Downieville, Goodyear’s bar, Sierra City 

330 PLACER Alta, Baxter, Cape Horn, Casa Loma, Dutch Flat, Eden Valley, Foresthill, Gold 

Run, Hughes Mill, Iowa Hill, Magra, Michigan Bluff, Monte Vista, Pinecroft, Shady Glen, Towle, 
Yankee Jims 


330 YUBA Brownsville, Dobbins, Oregon House 

Thank you and please contact me or your local Public Safety Specialist if you have any questions, 


~Rxrb-CtTMjc. 

Public Safety Specialist 

Emergency Preparedness & Public Partnerships 
Pacific Gas and Electric Compnay 
11239 Midway 
Chico, CA 95928 

RCCZ@pqe.com 
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Elementary _ 

Achieve Charter School of Paradise Inc. 
Berry Creek Elementary 
Cedarwood Elementary 
Children's Community Charter 
Concow Elementary 
Forest Ranch Charter 
Paradise Elementary 
Pine Ridge 

Ponderosa Elementary 
Elementary-High Combination _ 

Hometech Charter 

High School _ 

Honey Run Academy Secondary 
Paradise Adult 

Paradise eLearning Academy 
Paradise Senior High 
Ridgeview High (Continuation) 
Intermediate/Middle/Junior High 
Bald Rock Community Day 
Golden Feather Community Day 
Paradise Charter Middle 
Paradise Intermediate 



Feather River Hospital 
Oroville Hospital 
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Volenski, Dina 


From: Gill, Lauren 

Sent: Tuesday, November 06, 2018 7:37 PM 

To: Hawks, David@CALFIRE 

Subject: Re: PG&E's Public Safety Power Shutoff (PSPS) messaging for today, Tuesday 11/6/2018 at 

1800 hrs. **POSSIBLE PUBLIC SAFETY POWER SHUTOFF SCHEDULED FOR 
THURSDAY NOVEMBER 8,2018** 


Thank you 


Sent from my Verizon, Samsung Galaxy smartphone 


-Original message- 

From: "Hawks, David@CALFIRE" <David.Hawks@fire.ca.gov> 

Date: 11/6/18 7:35 PM (GMT-08.00) 

To: "Gill, Lauren" <lgill@townofparadise.com>, "Mattox, Marc" <mmattox@townofparadise.com> 

Cc: Curtis Lawrie <curtis.lawrie@fire.ca.gov> 

Subject: Fw: PG&E's Public Safety Power Shutoff (PSPS) messaging for today, Tuesday, 11/6/2018 at 1800 hrs. 
"“"POSSIBLE PUBLIC SAFETY POWER SHUTOFF SCHEDULED FOR THURSDAY NOVEMBER 8,2018** 

Lauren & Marc 

FYI, if you haven't yet heard PG&E is considering a public safety power shut-off that could include 
Butte Co and Paradise. Obviously they are monitoring the weather and conditions may change, but 
Rob Cone told me this evening that as of now the models are showing that Butte County may receive 
the strongest of the forecast winds. 

See you in the morning. 

Take care, 

David Hawks, Division Chief 

CAL FIREIButte County/Paradise Fire Rescue 

North Division Operations 

Email: David. Hawks@fire.ca.Qov 

www.buttecountv.net/fire/www.fire.ca.gov 


From: Cone, Rob <RCCZ@pge.com> 

Sent: Tuesday, November 6, 2018 7:09 PM 
To: Weaver, Michael; Kendall, Mark@CALFIRE 

Cc: CALFIRE Northern Region Unit Chiefs; CALFIRE Northern Region Unit Duty Chiefs; CALFIRE CNR OCC Staff; Millar, Jeff; 
Perdue, Pamela; Smith, Kevin; Lee, Jeff; Wickham, Jim; Maskarich, Michael; pursueitconsulting@gmail.com; Pinto, 
Cecile; Rodriguez, Richard; Wilson, Joe (Public Affairs); Sanders, Brandon; john.lord@ssvems.com; Flannery, Joseph -FS; 
llano, Eli -FS; dale.carnathan@lakecountyca.gov; Dunsmoor; HPowers@placer.ca.gov; Hernandez, Herman; 
smurphy02@fs.fed.us; Erwin, John@CALFIRE; john.gulserian@co.nevada.ca.us; oes@co.nevada.ca.us; Twohey, Kevin; 
christopher.godley@tetratech.com; aflora@clearlake.ca.us; brian.martin@lakecountyca.gov; Ch700, Fd@yahoo; 
brasmussen@lakeportpolice.org; taylor.morrison@sen.ca.gov; gfolsom@clearlake.ca.us; Bottari, Brian 


l 





Subject: RE: PG&E's Public Safety Power Shutoff (PSPS) messaging for today, Tuesday 11/6/2018 at 1800 hr, 
“POSSIBLE PUBLIC SAFETY POWER SHUTOFF SCHEDULED FOR THURSDAY NOVEMBER 8,2018“ 


All, 


Attached above, are the current maps for areas that could be affected by the PSPS 
Thursday 11-8-2018. 

There will be three emails due to the size of the ma p. 


scheduled for 


TixHr-Cartjc. 

Public Safety Specialist 

Emergency Preparedness & Public Partnerships 
Pacific Gas and Electric Compnay 
11239 Midway 
Chico, CA 95928 

RCCZ@pqe.com 


From: Cone, Rob 

Sent: Tuesday, November 06, 2018 5:56 PM 

To; Weaver Michael < MWWB@pqe.com >; Kendall, Mark@CALFIRE <Mark.Kendalli®fire ra n m ,>. 

r TaTcioI m !*k US gmU-rPM2@fs.fed.us>; 'john.e ro in@fire.ca.go~ < iohn.erwin J SlS ^;^ 
Cc. CALFIRE Northern Region Unit Chiefs < Unit.Chiefs.Northern@fire ca nov >- CALFIRE Northern 
Region Unit Duty Chiefs <NorthernOperationsChiefs<fflfira C a nnv>- CAI FIRF cup nrr 
<CN B.occStaff@fire ca.qo7 >; Millar, Jeff <J N19@pge.com >: gerriue Pamefa <PSP6@ D ai com>. 
Smith, Kevm< K6S | P@pqe.com >; Lee, Jeff < J6LY@ P qe.com >: Wickham, Jim <j pWQ@ D oe com >’ 

Michael <M 11B@pqe.com >; pursueitconsulting@qmail.com: Pinto, Cecile* - ' 

Rodriguez Richard <RCRU@pge.com>- Wilson, Joe (Public Affairs) 
gexom>; Sanders, Brandon < BLSY@poe.com >: 'john.lord@ssvems.com' 

< | ohn.lord@ssvems.com >; Flannery, Joseph -FS <jflannerv@fs.fed.us>- llano Fli .fq 
< eilano@fs.fed.us > - ’ ’ 

Subject: PG&E's Public Safety Power Shutoff (PSPS) messaging for today Tuesday 1l/fi/?nift 
N 8 0 0 VEMBER P 8 S 2o| B 8“ PUBUC P0WER ^OFF^Ed'K^ * 
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All 


SUBJECT: PG&E Safety Alert: Extreme weather conditions and high fire-danger may cause 
temporary power shutoff for safety [Notification on Tuesday, November 6) 

Extreme weather conditions and high fire-danger are forecasted within your area, beginning early 
Thursday morning, November 8. Conditions and timing could change. These conditions may cause 
power outages in your community. To protect public safety, PG&E may also temporarily turn off power. 
We will be reaching out to customers asking that they prepare emergency plans and supplies. We 
continually monitor conditions, as extreme weather threats can change quickly. If we do need to turn off 
power for safety, we will attempt to send another notice prior to shutting off power. And we will work to 
restore power as soon as it is safe to do so. More information is available at pge.com/wildfiresafety or by 
calling 1-800-PGE-5002. Thank you. 

Below is our most recent messaging to our agency cooperators concerning the possibility of a Public 
Safety Power Shutoff (PSPS) event for Thursday, November 8, 2018. 


A Public Safety Power Shutoff will only be done as a last resort during the most extreme fire 
danger conditions. 


Importantly, no single factor will drive a PSPS. PG&E takes a combination of many criteria into 
consideration when making such a decision. The criteria includes: 


• A Red Flag Warning declared by the National Weather Service 

• Low humidity levels, generally 20 percent and below 

• Sustained winds above approximately 25 mph and wind gusts in excess of approximately 45 
mph 

• Site-specific conditions such as temperature, terrain and local climate 

• Condition of dry fuel on the ground and live vegetation (moisture content) 

• On-the-ground, real-time observations from PG&E field crews 


PG&E’s Wildfire Safety Operations Center and our Meteorology team are monitoring weather 
conditions on 24 x 7 basis. 
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Based on current forecasts: 


• Sustained winds: 25 - 30 mph and gusts above 50 mph 

• Humidity level: Generally, falling to below 10 percent or lower 

• Dead fuel moisture levels dropping to critical levels due to the period of dry winds Saturday 

night through Monday morning. y 

• Peak conditions are expected to occur between 4:00 AM Thursday and 4:00 PM Thursday 


The below noted information includes the cities and communities by county and Fire Index Areas that 
may be affected by this possible PSPS event. . ex Areas tnat 

175 i, AKP . _ . Adams . Anderson Springs, Bonanza Springs, Castle Rock Sprinqs Clearlake 

Clearlake Oaks, Clearlake Riviera, Cobb, Finley, Glenhaven, Harbin Springs Hidden Valiev’ 
Lake, Hobergs, Kelseyville, Lakeport, Lower Lak P e ^iddl^own North 

pakeport, Pepperwood Grove, Pine Grove, Soda Bay, Spring Valley, Upper Lake, Whispering 

175 SONOMA Healdsburg 

Napa Soda'springs, DeCT P ^ Corner, 

u 80 , , B ,V TT ^ Ban9 ° r ’ But,e Creek Can y° n . Cherokee, Cohasset, Concow Forest Ranch 

Wyandott^^^e^l^f heW ' e90 " ° ity ' ParadiS6 ' Parkhi "' Rackerby ’ Richards °" Springs, ' 

Fofbestown T Robinson B * ^ BmSh C “ PPer Mi " S ' Featber Fal,s ’ Forbestow ". Old 

282 YUBA Challenge, Strawberry Valley, Woodleaf, Yuba Foothills 

282 PLUMAS La Porte 

rh° Lr NE X ADA A '! a S' 11, Alta Sierra ’ Birchville - Boston Ravine, Bridgeport, Cedar Ridqe 

Ne^daQ “Nol°CoTumbia nCh C ° rra '' G ' enbr °° k ' G °' d F ' a '' GraSS Va " ey ' Hills Flat ’ Lake b «y, 

View, Sweetland, Unio^.^oVeet"' Pearda ' e ' R * d D ° 9 ' R ° Ugh and Ready ' Sprin9 Hilk Sunse ' 

330 SIERRA Alleghany, Downieville, Goodyear’s bar, Sierra City 

330 PLACER Alta, Baxter, Cape Horn, Casa Loma, Dutch Flat Eden Valiev Foothill 

Yankee U Ji h ms S Mi "’ ^ Ma9r3 ' MiChiga " ^ M °" te ViSta ’ Pinecroft ’ Shady Glen Towle 


330 


YUBA Brownsville, Dobbins, Oregon House 


Thank you and please contact me or your local Public Safety Specialist if you have any questions. 
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TZtrlr- Cjctmjc. 

Public Safety Specialist 

Emergency Preparedness & Public Partnerships 
Pacific Gas and Electric Compnay 
11239 Midway 
Chico, CA 95928 

RCCZ@pge.com 
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Volenski, Dina 


From: Hawks, David@CALFIRE <David.Hawks@fire.ca.gov> 

Sent: Tuesday, November 06, 2018 7:42 PM 

To: Gill, Lauren 

Subject: Re: PG&E's Public Safety Power Shutoff (PSPS) messaging for today, Tuesday 11/6/2018 at 

1800 hrs. ‘‘POSSIBLE PUBLIC SAFETY POWER SHUTOFF SCHEDULED FOR 
THURSDAY NOVEMBER 8,2018“ 


Yeah, wish it were better news. 

David Hawks, Division Chief 

CAL FIREIButte County/Paradise Fire Rescue 

North Division Operations 

Email: David. Hawks@fire.ca.qov 

www.buttecountv.net/fire/ www.fire.ca.gov 


From: Gill, Lauren <lgill(S>townofparadise.com> 

Sent: Tuesday, November 6, 2018 7:36 PM 
To: Hawks, David@CALFIRE 

Subject: Re: PG&E's Public Safety Power Shutoff (PSPS) messaging for today, Tuesday, 11/6/2018 at 1800 hrs. 
♦♦POSSIBLE PUBLIC SAFETY POWER SHUTOFF SCHEDULED FOR THURSDAY NOVEMBER 8,2018** 

Thank you 


Sent from my Verizon, Samsung Galaxy smartphone 


-Original message- 

From: "Hawks, David@CALFIRE" <David.Hawks@fire.ca.gov> 

Date: 11/6/18 7:35 PM (GMT-08:00) 

To: "Gill, Lauren" <lgill@townofparadise.com>, "Mattox, Marc" <mmattox@townofparadise.com> 

Cc: Curtis Lawrie <curtis.lawrie@fire.ca.gov> 

Subject: Fw: PG&E's Public Safety Power Shutoff (PSPS) messaging for today, Tuesday, 11/6/2018 
at 1800 hrs. **POSSIBLE PUBLIC SAFETY POWER SHUTOFF SCHEDULED FOR THURSDAY 
NOVEMBER 8,2018** 

Lauren & Marc 

FYI, if you haven't yet heard PG&E is considering a public safety power shut-off that could include 
Butte Co and Paradise. Obviously they are monitoring the weather and conditions may change, but 
Rob Cone told me this evening that as of now the models are showing that Butte County may receive 
the strongest of the forecast winds. 

See you in the morning. 

Take care, 

David Hawks, Division Chief 

i 





CAL FIREI Butte County/Paradise Fire Rescue 
North Division Operations 

Email: David .HawksCd3fire.ca.gov 

www.buttecountv.net/fire/www.fire.ca.gov 


From: Cone, Rob <RCCZ@pge.com> 

Sent: Tuesday, November 6, 2018 7:09 PM 
To: Weaver, Michael; Kendall, Mark@CALFIRE 

Cc: CALFIRE Northern Region Unit Chiefs; CALFIRE Northern Region Unit Duty Chiefs; CALFIRE CNR OCC Staff; Millar, Jeff- 
Perdue, Pamela; Smith, Kevin; Lee, Jeff; Wickham, Jim; Maskarich, Michael; pursueitconsulting@gmail.com; Pinto, 
Cecile, Rodriguez, Richard; Wilson, Joe (Public Affairs); Sanders, Brandon; john.lord@ssvems.com; Flannery, Joseph -FS- 
llano, Eli -FS; dale.carnathan@lakecountyca.gov; Dunsmoor; HPowers@placer.ca.gov; Hernandez, Herman/ 
smurphy02@fs.fed.us; Erwin, John@CALFIRE; john.gulserian@co.nevada.ca.us; oes@co.nevada.ca.us; Twohey, Kevin; 
christopher.godley@tetratech.com; aflora@clearlake.ca.us; brian.martin@lakecountyca.gov; Ch700, Fd@yahoo- 
brasmussen@lakeportpolice.org; taylor.morrison@sen.ca.gov; gfolsom@clearlake.ca.us; Bottari, Brian 
Subject: RE: PG&E's Public Safety Power Shutoff (PSPS) messaging for today, Tuesday, 11/6/2018 at 1800 hrs 
♦♦POSSIBLE PUBLIC SAFETY POWER SHUTOFF SCHEDULED FOR THURSDAY NOVEMBER 8 2018** 


All, 

Attached above, are the current maps for areas that could be affected by the PSPS scheduled for 
Thursday 11-8-2018. 

There will be three emails due to the size of the maps. 


/ZerYr- C<me 

Public Safety Specialist 

Emergency Preparedness & Public Partnerships 
Pacific Gas and Electric Compnay 
11239 Midway 
Chico, CA 95928 

RCCZ@pqe.com 
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From: Cone, Rob 

Sent: Tuesday, November 06, 2018 5:56 PM 

To: Weaver, Michael < MWWB@pqe.com >; Kendall, Mark@CALFIRE < Mark.Kendall@fire.ca.aov >: 
'smurphy02@fs.fed.us' < smurphv02@fs.fed.us >: 'john.erwin@fire.ca.gov' < iohn.erwin@fire.ca.gov > 
Cc: CALFIRE Northern Region Unit Chiefs < Unit.Chiefs.Northern@fire.ca.qov >: CALFIRE Northern 
Region Unit Duty Chiefs < NorthernOperationsChiefs@fire.ca.qov >: CALFIRE CNR OCC Staff 
< CNR.occStaff@fire.ca.qov >: Millar, Jeff < JN19@pqe.com >: Perdue, Pamela < PSP6@pqe.com >: 
Smith, Kevin < K6SP@pqe.com >; Lee, Jeff < J6LY@pqe.com >: Wickham, Jim < JPWQ@pqe.com >; 
Maskarich, Michael < M11 B@pqe.com >: pursueitconsultinq@qmail.com : Pinto, Cecile 
< CBR6@pqe.com >; Rodriguez, Richard < RCRU@pqe.com >; Wilson, Joe (Public Affairs) 
< J8WE@pqe.com >: Sanders, Brandon < BLSY@pqe.com >: 'john.lord@ssvems.com' 
< iohn.lord@ssvems.com >; Flannery, Joseph -FS < iflannerv@fs.fed.us >: llano, Eli -FS 
< eilano@fs.fed.us > 

Subject: PG&E's Public Safety Power Shutoff (PSPS) messaging for today, Tuesday, 11/6/2018 at 
1800 hrs. **POSSIBLE PUBLIC SAFETY POWER SHUTOFF SCHEDULED FOR THURSDAY 
NOVEMBER 8,2018** 


All, 


SUBJECT: PG&E Safety Alert: Extreme weather conditions and high fire-danger may cause 
temporary power shutoff for safety (Notification on Tuesday, November 6) 

Extreme weather conditions and high fire-danger are forecasted within your area, beginning early 
Thursday morning, November 8. Conditions and timing could change. These conditions may cause 
power outages in your community. To protect public safety, PG&E may also temporarily turn off power. 
We will be reaching out to customers asking that they prepare emergency plans and supplies. We 
continually monitor conditions, as extreme weather threats can change quickly. If we do need to turn off 
power for safety, we will attempt to send another notice prior to shutting off power. And we will work to 
restore power as soon as it is safe to do so. More information is available at pge.com/wildfiresafety or by 
calling 1-800-PGE-5002. Thank you. 

Below is our most recent messaging to our agency cooperators concerning the possibility of a Public 
Safety Power Shutoff (PSPS) event for Thursday, November 8, 2018. 


A Public Safety Power Shutoff will only be done as a last resort during the most extreme fire 
danger conditions. 


3 



Importantly, no single factor will drive a PSPS. PG&E takes a combination of many criteria into 
consideration when making such a decision. The criteria includes; 


• A Red Flag Warning declared by the National Weather Service 
. Low humidity levels, generally 20 percent and below 

• Sustained Winds above a PP roxim ately 25 mph and wind gusts in excess of approximately 45 

• Site-specific conditions such as temperature, terrain and local climate 

• Condition of dry fuel on the ground and live vegetation (moisture content) 

• On-the-ground, real-time observations from PG&E field crews 

PG&E’s Wildfire Safety Operations Center and our Meteorology team are monitorinq weather 
conditions on 24 x 7 basis. 

Based on current forecasts: 

• Sustained winds; 25 - 30 mph and gusts above 50 mph 

• Humidity level: Generally, falling to below 10 percent or lower 

. Dead fuel moisture levels dropping to critical levels due to the period of dry winds Saturday 
night through Monday morning. 

• Peak conditions are expected to occur between 4:00 AM Thursday and 4:00 PM Thursday 


The below noted information includes the cities and communities by county and Fire Index Areas that 
may be affected by this possible PSPS event. 


175 


bAK ^ Adams, Anderson Springs, Bonanza Springs, Castle Rock Springs, Clearlake 

Clearlake Oaks, Clearlake Riviera, Cobb, Finley, Glenhaven, Harbin Springs Hidden Valley 
Lake, Hobergs, Kelseyville, Lakeport, Lower Lake, Middletown, North 

Lakeport, Pepperwood Grove, Pine Grove, Soda Bay, Spring Valley, Upper Lake, Whispering 


175 SONOMA 

175 NAPA 
Napa Soda Springs, 


Healdsburg 

Aetna Springs, Angwin, Berryessa, Deer Park, Knoxville, Moskowite Corner 
Pope Valley, Spanish Flat 


280 BUTTE Bangor, Butte Creek Canyon, Cherokee, Cohasset, Concow, Forest Ranch 
Hurleton, Magalia, Nimshew, Oregon City, Paradise, Parkhill, Rackerby, Richardson Sorinos 
Wyandotte, Yankee Hill a ’ 


282 BUTTE Berry Creek, Brush Creek, Clipper Mills, 
Forbestown, Robinson Mill 


Feather Falls, Forbestown, Old 


282 YUBA 


Challenge, Strawberry Valley, Woodleaf, Yuba Foothills 
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282 PLUMAS LaPorte 


330 NEVADA Alta Hill, Alta Sierra, Birchville, Boston Ravine, Bridgeport, Cedar Ridge, 
Cherokee, Chicago Park, French Corral, Glenbrook, Gold Flat, Grass Valley, Hills Flat, Lake City, 
Nevada City, North Columbia, 

North San Juan, Peardale, Red Dog, Rough and Ready, Spring Hill, Sunset 
View, Sweetland, Union Hill, You Bet 

330 SIERRA Alleghany, Downieville, Goodyear’s bar, Sierra City 

330 PLACER Alta, Baxter, Cape Horn, Casa Loma, Dutch Flat, Eden Valley, Foresthill, Gold 

Run, Hughes Mill, Iowa Hill, Magra, Michigan Bluff, Monte Vista, Pinecroft, Shady Glen, Towle, 
Yankee Jims 

330 YUBA Brownsville, Dobbins, Oregon House 

Thank you and please contact me or your local Public Safety Specialist if you have any questions, 


7?<r{r C<me 

Public Safety Specialist 

Emergency Preparedness & Public Partnerships 
Pacific Gas and Electric Compnay 
11239 Midway 
Chico, CA 95928 

RCCZ@pqe.com 
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Volenski, Dina 


From: Hawks, David@CALFIRE <David.Hawks@fire.ca.gov> 

Sent: Wednesday, November 07, 2018 12:11 PM 

To: Gill, Lauren,Mattox, Marc 

Subject: Fw: PG&E's Public Safety Power Shutoff (PSPS) messaging for today, Wednesday, 

11/7/2018 at 1200 hrs. **POSSIBLE PUBLIC SAFETY POWER SHUTOFF SCHEDULED 
FOR THURSDAY NOVEMBER 8,2018** 


FYI, see you in a few minutes. 

David Hawks, Division Chief 

CAL FIREI Butte County/Paradise Fire Rescue 

North Division Operations 

Email: David .Hawks@fire.ca.gov 

www.buttecountv.net/fire/www.fire.ca.gov 


From: Cone, Rob <RCCZ@pge.com> 

Sent: Wednesday, November 7, 2018 11:58 AM 

To: Weaver, Michael; Kendall, Mark@CALFIRE; Erwin, John@CALFIRE 

Cc: CALFIRE Northern Region Unit Chiefs; CALFIRE Northern Region Unit Duty Chiefs; CALFIRE CNR OCC Staff; Millar, Jeff; 
Perdue, Pamela; Smith, Kevin; Lee, Jeff; Wickham, Jim; Maskarich, Michael; pursueitconsulting@gmail.com; Pinto, 
Cecile; Rodriguez, Richard; Wilson, Joe (Public Affairs); Sanders, Brandon; john.lord@ssvems.com; Flannery, Joseph -FS; 
llano, Eli -FS; dale.carnathan@lakecountyca.gov; Dunsmoor; HPowers@placer.ca.gov; smurphy02@fs.fed.us; Erwin, 
John@CALFIRE; john.gulserian@co.nevada.ca.us; oes@co.nevada.ca.us; Twohey, Kevin; 
christopher.godley@tetratech.com; aflora@clearlake.ca.us; brian.martin@lakecountyca.gov; Ch700, Fd@yahoo; 
brasmussen@lakeportpolice.org; taylor.morrison@sen.ca.gov; gfolsom@clearlake.ca.us; Hernandez, Herman; Bottari, 
Brian; Bryan, Scott@YubaCounty; Dean Eichelmann; Russell, TroyA-FS; awhite@clearlakepd.org 
Subject: PG&E's Public Safety Power Shutoff (PSPS) messaging for today, Wednesday, 11/7/2018 at 1200 hrs. 
"♦POSSIBLE PUBLIC SAFETY POWER SHUTOFF SCHEDULED FOR THURSDAY NOVEMBER 8,2018** 

As of 11 a.m., on Wednesday, Nov. 7, 2018 

• Nothing is more important than the safety of our customers and the communities we serve. 

• PG&E began notifying select customers Tuesday, Nov. 6, in portions of nine counties that the 
company may proactively turn off power for safety as part of a Public Safety Power Shutoff 
event. We will continue to notify impacted customers today. Those notifications are expected 
to continue Wednesday. 

• Starting Tuesday (Nov. 7), PG&E began sending automated voice messages, texts and emails 
to select customers alerting them to a potential power shutoff. This action is based on localized 
weather forecasts calling for wind gusts up to 25 miles per hour overnight Wednesday into 
Thursday. 

• PG&E is notifying approximately 70,000 customers spread across nine counties that it could 
take the action of turning off the power for safety in the early hours of Thursday (Nov. 8). 
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. Due to forecasted high winds and dry vegetation, PG&E may temporarily turn off power in 
portions of the following communities: 

o Butte County (including Berry Creek, Chico, Forest Ranch, Magalia, Oroville Paradise) 

° Lake Count y (including Clearlake Oaks, Cobb, Hidden Valley Lake Kelsevviile 
Middletown) 

o Napa County (including Angwin, Pope Valley, St. Helena) 
o Nevada County (including Grass Valley, Nevada City, North San Juan) 
o Placer County (including Colfax, Foresthill, Alta) 
o Plumas County (including La Porte) 
o Sierra County (including Downieville, Sierra City) 

o Sonoma County (only portions of unincorporated northeast Sonoma County) 
o Yuba County (including Brownsville, Dobbins, Camptonville) 


. We currently estimate that this PSPS event may impact 3,100 miles of our electric grid. To add 
context, that s the same distance as driving from San Francisco to Boston. 

. We know how much our customers rely on electric service and the impacts these events can 
have on them their families and communities - including groceries and medical equipment 
We only consider temporarily turning off power in the interest of safety and as a last resort ' 
during extreme weather conditions to reduce the risk of wildfire. 

. Factors that PG&E considers when deciding to initiate a Public Safety Power Shutoff included 
strong winds, very low humidity levels, critically dry vegetation and on-the-ground observations 


. To prepare for a coordinated response, on Tuesday, Nov. 6 PG&E activated its 
Operations Center (EOC) in San Francisco. 


Emergency 


. PG&E is working closely with first responders and state and local agencies to keep them 
apprised of our response to the evolving weather conditions. 


• On Wednesday, Nov. 7, PG&E plans to open five local 
Bay, North Valley, Sacramento and Sierra divisions. 


Emergency Centers in Humboldt, North 


. We want to thank our customers in advance for their patience and understanding durinq this 
extraordinary weather event. y 


• As we prepare to take this step for safety, we are contacting customers directly and provided 
early warning notification, when and where possible, via automated calls, texts, and emails. 


To ensure word has reached customers most vulnerable in a power shutoff, we are deployina 
up to 110 employees to knock on their doors. These customers include those who have 
enrolled in our Medical Baseline program. 




We are urging customers to update their contact information 
can keep them informed as the situation develops. 


at pge.com/mywildfirealerts so we 
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. We are encouraging customers we’ve notified to take steps NOW to prepare their families, 
homes and businesses for the possibility of a power shutoff. 


Weather 


• Breezy to gusty northeast winds are expected late Wednesday through Thursday primarily in 
the Sacramento Valley, western slopes of northern Sierra and North Bay hills. 

• The National Weather Service has issued Red Flag Warnings for a combination of gusty winds 
and low humidity from Wednesday night through Friday morning across vast portions of 
Northern California. 

• A Public Safety Power Shutoff will only be done as a last resort during the most extreme fire 
danger conditions. 


• If we need to turn off power for safety, we will attempt to contact customers in advance, when 
and where possible, and provide updates until power is restored. 

• There has been no substantial rain in the Red Flag Warning areas since early spring and no 
significant rain since the last time we conducted a PSPS in October. 

• PG&E has a plan to deal with these extreme weather events. We want our customers and 
communities to have plans too and be ready to execute them. 

• We are encouraging customers to take steps NOW to prepare their families, homes and 
businesses for the growing threat of extreme weather and the threat of wildfires. 

• In response to evolving weather and potential extreme fire danger, PG&E may proactively shut 
off power for safety to select customers in portions of the following counties: Butte, Lake, 

Napa, Nevada, Placer, Plumas, Sierra, Sonoma and Yuba. 

• We will have greater details on which portions of these counties might be impacted as our 
meteorology team issues updated weather reports. 

• We have contacted first responders and local officials in these areas to let them know about 
the potential for this public safety need. 

• Importantly, no single factor will determine a Public Safety Power Shutoff. PG&E takes into 
consideration a combination of many criteria when making such a decision. The criteria 
include: 


o A Red Flag Warning declared by the National Weather Service 
o Low humidity levels, generally 20 percent and below 
o Sustained winds of 20 to 25 mph and wind gusts of 40 to 45 mph 
o Site-specific conditions such as temperature, terrain and local climate 
o Condition of dry fuel on the ground and live vegetation (moisture content) 
o On-the-ground, real-time observations from PG&E field crews 
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How are we communicating with customers and communities we serve: 


As we prepare to take this step for safety, we are contacting customers directly and provided 
early warning notification, when and where possible, via automated calls, texts, and emails. 

' To ensure word has reached customers most vulnerable in a power shutoff, we are sending up 
to 110 employees to their homes whenever possible. These customers include those who 
have enrolled in our Medical Baseline program. 

. We are urging customers to update their contact information at pge.com/mywildfirealerts so we 
can keep them informed of developments during this extreme weather event. 

. We are communicating with select customers in these affected areas this afternoon- 

Customers in portions of: Butte, Lake, N apa, Nevada. Placer. Plumas. Sierra. Sonoma 


Once conditions are deemed safe, crews will work safely and as quickly as possible to restore 
power to customers. 

After the first PSPS event in October, PG&E had to inspect 3,400 miles. For some perspective 
that s the distance from San Francisco to NYC and back 1/3 of the way. 

We have met with local civic and community leaders, first responders and other public safety 
authorities to discuss how we are coordinating on providing information to customers in the 

event we need to turn off power in the interest of safety, as a last resort during extreme 
weather conditions. 

We are coordinating with local authorities and providing additional updates to customers 
through social media, local news, radio, and the pge.com website. 


• PG&E has a plan and encourages our customers to have a plan too: 

o Consider securing backup generation that could be used in the event of an outage to 
power critical devices in the event of an extended outage due to extreme weather or 
natural disasters. 

o Build and restock an emergency supply kit with flashlights, fresh batteries and first aid 
supplies to last a week. 

o Create and practice an emergency plan. Make sure all employees know what to do bv 
practicing the plan several times. y 

o Make sure any company vehicles have a full tank of gas or stay charged. 

o More information to help customers prepare a plan is available at 
pge.com/wildfiresafety. 

. As part of our Public Safety Power Shutoff Program, we’ve reached out to customers who are 
served by PG&E electric lines that run through extreme fire-threat areas. Your business or 
residence is served by one of these lines. 


If you need help to understand this important message in languages other than Enqlish please 
call for Chinese 1-800-893-9555, Spanishl-800-660-6789 or Vietnamese 1-800-298-8438 
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• We will ensure that sensitive customers that have medical conditions are notified via available 
various channels, including door-knocks by our employees. They can also call 1-800-743- 
5000. 


• We recently announced our Community Wildfire Safety Program as an additional 
precautionary measure to help reduce wildfire risks and strengthen our communities for 
the future. 

• More information to help you prepare a plan is available at pge.com/wildfiresafety, but 
here are a few tips: 

o Build and restock an emergency supply kit with flashlights, fresh batteries and 
first aid supplies to last a week. 

o Store emergency water and food in portable, waterproof containers in an easy-to- 
locate place. 

o Create and practice an emergency plan. Make sure all your employees and 
family members know what to do by practicing the plan several times. 

o Make sure any vehicles have a full tank of gas or stay charged. 

. Due to forecasted high winds and dry vegetation, PG&E may temporarily turn off power in 
portions of the following communities: 


. Butte County (including Berry Creek, Chico, Forest Ranch, Magalia, Oroville, Paradise) 

• Lake County (including Clearlake Oaks, Cobb, Hidden Valley Lake, Kelseyville, 
Middletown) 

• Napa County (including Angwin, Pope Valley, St. Helena) 

. Nevada County (including Grass Valley, Nevada City, North San Juan) 

• Placer County (including Colfax, Foresthill, Alta) 

• Plumas County (including La Porte) 

• Sierra County (including Downieville, Sierra City) 

• Sonoma County (only portions of unincorporated northeast Sonoma County) 

• Yuba County (including Brownsville, Dobbins, Camptonville) 


Communicating with Customers and Communities 

• Nothing is more important than the safety of our customers and the communities we serve. 

• Public Safety Power Shutoff is part of PG&E’s Community Wildfire Safety Program to reduce 
wildfire risks and strengthen our communities for the future. 

• We know how much our customers rely on electric service, and we consider temporarily 
turning off power only in the interest of safety, and as a last resort during the most extreme 
weather conditions. 

• As we prepare to take this safety measure, we contact customers directly and provide early 
warning notification, when and where possible, via automated calls, texts, and emails. 

• PG&E began outreach Tuesday (Nov. 6) to customers in portions of the North Valley, North 
Bay and Sierra Foothills to notify them of the potential for a Public Safety Power Shutoff. 
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To ensure our contact efforts are successful, we urge customers to update their contact 
information at pge.com/mywildfirealerts so we can keep them informed. 


We encourage customers to take steps NOW to prepare their families, 
for the growing threat of extreme weather and the threat of wildfires. 


homes and businesses 


• We have contacted first responders in affected 
safety need. 


areas to let them know about this potential 


We have met with local civic and community leaders and other public-safety authorities to 
discuss providing information to customers if we need to turn off power in the interest of safety 
as a last resort during extreme weather conditions. 




We continue to coordinate with local authorities and provide additional 
media, local news, radio and the pge.com website. 


updates through 


social 


. As part of these preparedness efforts, PG&E has asked customers to: 


o Learn whether their home or business is in or near a high fire-threat area on the CPUC High 
Fire-Threat District map. Customers also can visit pge.com/wildfiresafety to enter their 
address and find out if their home or business is served by an electric line that may be 
turned off for safety during high wildfire threats. y 

o Update their contact information at pge.com/mywildfirealerts or by calling 1-866-743-6589 
during normal business hours. PG&E will use this information to alert customers in advance 
of turning off their electric service for safety, when and where possible. 

o Prepare for and practice an emergency plan to keep themselves, their families and/or 
employees emergency-ready and safe during an outage. Keep in mind family members 
who are elderly, younger children and pets. Information and tips including a safety plan 
checklist are available at pge.com/wildfiresafety. y H 


Customers may be directed to call the PG&E Contact Center at 1-800-743-5000 for more 
information. 

‘ ' f r, U n ?? d he ' P '“understand this important message in languages other than English please 
call for Chinese 1-800-893-9555, Spanish 1-800-660-6789 or Vietnamese 1-800-298-8438, 

Vulnerable customers 

. We have taken extra steps to notify customers enrolled in the Medical Baseline program via 
available channels, including sending PG&E employees to knock on these customers’ doors 
Customers may also call 1 -800-743-5000 for more information. 

• In addition to calls, texts and emails, PG&E sent employees to knock on medical baseline 
customers doors if we were not able to make positive contact through the other channels. 

• W . e |< n ° w f how •["P 0 '!?" 1 electric servi ce is to our customers, especially those who depend on 

electricity for critical life-sustaining equipment. p 

• If the customer has a backup generator, we encourage them to do a safety check and make 
sure they have enough fuel to last a few days. 
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. Customers should keep emergency numbers on hand, and check with local authorities 
regarding available resources. 

• We advise all customers to call 911 immediately if a family member experiences a medical 
emergency. 


Restoration: 


• We will only restore power when we are certain it is safe to do so. 

Here are the steps to restoration: 


• Weather All-Clear 

o After the extreme weather has passed and it’s safe to do so, our crews can go into the field 

to begin patrols and inspections. 

• Patrol and Inspect 

o After the extreme weather has passed and it is safe to do so, our crews will work 
to visually inspect each and every mile of our power lines to look for potential 
weather-related damage to the lines, poles and towers. This is done by vehicle, foot 
and air. 

o Visual inspections are necessary since circuit breakers, reclosers and fuses that 
are typically used to help detect any potential damage from a weather event like a 
winter storm is also de-energized during a Public Safety Power Shutoff for safety 
reasons. 

o There are many challenges we face during inspections: 

■ Some locations require workers to travel on narrow access roads. In locations 
with no vehicle access, crews might need to hike in remote and mountainous 
areas to inspect equipment. 

■ At night, we can’t fly helicopters for visual inspections. 

• Isolate and Repair Damaged Equipment 

O Where equipment damage is found, crews will work to isolate the damaged area from the rest 
of the system so other parts of the system can be restored. 

o Where equipment damage is found, crews work safely and as quickly as possible to 
make repairs. 

• Restoration 

o Once the poles, towers and lines are deemed safe to energize, a call is made to the 
PG&E Control Center to complete the energization process. 

o Power is then restored to customers. 

• Customer Notification 

o Customers are notified that power has been restored. 
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• There are many challenges we face during inspections to help ensure the safety of our 
equipment, which can impact the timing of restoration. 

o Some locations require workers to travel on narrow access roads. In locations with no 

vehicle access, crews might need to hike in remote and mountainous areas to inspect 
equipment. 

o At night, we can’t fly helicopters for visual inspections. 

o The safety of our crews is paramount. PG&E crews will work 16-hour days and well into 
the night to continue restoring power in communities where we proactively turned it off 
to reduce the risk of wildfire. 


Emergency Preparedness 


. PG&E has a plan and encourages our customers to have a plan, too. More information to heb 
you prepare a plan is available at pge.com/wildfiresafety, but here are a few tips: 

o Have a personal or family emergency plan 

o Know how to manually open garage doors 

o Make sure smoke alarms and fire extinguishers ready 

o Keep emergency food and water on hand 


O 

O 


Use battery-operated flashlights, and not candles, due to the risk of fire 


Keep important phone numbers, such as numbers of hospitals, fire departments 
friends and relatives in a convenient location 


police, 


Unplug or turn off all electric appliances to avoid overloading circuits and to prevent fire hazards when 
power is restored Ie " 


TtxHr-Garmc. 

Public Safety Specialist 

Emergency Preparedness & Public Partnerships 
Pacific Gas and Electric Compnay 
11239 Midway 
Chico. CA 95928 

RCCZ@pge.com 


From: Cone, Rob 

Sent: Tuesday, November 06, 2018 6:46 PM 

T° : Weaver Michael <MWWB@pge.com>; Kendall, Mark@CALFIRE <Mark.Kendall@fire.ca.gov> 
Cc: CALFIRE Northern Region Unit Chiefs <Unit.Chiefs.Northern@fire.ca.gov>; CALFIRE Northern 
Region Unit Duty Chiefs ^orthemOperationsChiefsig^fire.ca.gov^ CALFIRE CNR OCC Staff 
<CNR.occStaff@fire.ca.gov>; Millar, Jeff <JN19@pge.com>; Perdue, Pamela <PSP6@pqe.com>- 
Srmth, Kevin <K6SP@pge.com>; Lee, Jeff <J6LY@pge.com>; Wickham, Jim <JPWQ@pge.com>’- 
Maskarich, Michael <M11B@pge.com>; pursueitconsulting@gmail.com- Pinto Cecile 
<CBR6@pge.com>; Rodriguez, Richard <RCRU@pge.com>; Wilson, Joe (Public Affairs) 
<J8WE@pge.com>; Sanders, Brandon <BLSY@pge.com>; john.lord@ssvems.com; Flannery 
Joseph -FS <jflannery@fs.fed.us>; llano, Eli -FS <eilano@fs.fed.us>; 
dale.carnathan@lakecountyca.gov; Dunsmoor, Cindi <CDunsmoor@buttecounty net>- 
HPowers@placer.ca.gov; HGH8@pge.com <H6H8@pge.com>; smurphy02@fs fed us- 



john.erwin@fire.ca.gov; john.gulserian@co.nevada.ca.us; oes@co.nevada.ca.us; 
kevin.twohey@countyofnapa.org; christopher.godley@tetratech.com; aflora@clearlake.ca.us; 
brian.martin@lakecountyca.gov; fdchf700@yahoo.com; brasmussen@lakeportpolice.org; 
taylor.morrison@sen.ca.gov; gfolsom@clearlake.ca.us; Bottari, Brian <B3BA@pge.com> 

Subject: RE: PG&E's Public Safety Power Shutoff (PSPS) messaging for today, Tuesday 11/6/2018 
at 1800 hrs. **POSSIBLE PUBLIC SAFETY POWER SHUTOFF SCHEDULED FOR THURSDAY 
NOVEMBER 8,2018** 

All, 

Attached above, are the current maps for areas that could be affected by the PSPS scheduled for 
Thursday 11-8-2018. 

~Rxrlr-C cthjc. 

Public Safety Specialist 

Emergency Preparedness & Public Partnerships 
Pacific Gas and Electric Compnay 
11239 Midway 
Chico, CA 95928 

RCCZ@pqe.com 
From: Cone, Rob 

Sent: Tuesday, November 06, 2018 5:56 PM 

To: Weaver, Michael < MWWB@pge.com >; Kendall, Mark@CALFIRE < Mark.Kendall@fire.ca.oov >- 
'smurphy02@fs.fed.us’ < smurphy02@fs.fed.us >: 'john.erwin@fire.ca.gov' <iohn.erwin@fire.ca oov> 
Cc: CALFIRE Northern Region Unit Chiefs < Unit.Chiefs.Northern@fire.ca.nov >- CALFIRE Northern 
Region Unit Duty Chiefs < NorthernOperationsChiefs@fire.ca.oov >: CALFIRE CNR OCC Staff 
<CNR.occStaff @fire.ca.g ov>; Millar, Jeff < JN19@pae.com >: Perdue, Pamela <PSP6@ooe com>' 
Smith, Kevin < K6SP@ p ge.com >; Lee, Jeff < J6LY@pqe.com >: Wickham, Jim < JPWQ@pge.com >’: 
Maskarich, Michael < M11 B@pqe.com >; pursueitconsultinq@qmail.com : Pinto, Cecile 
< CBR6@ p qe.com >; Rodriguez, Richard < RCRU@poe.com >: Wilson, Joe (Public Affairs) 
< J8WE@pge.com >; Sanders, Brandon < BLSY@pqe.com >: 'john.lord@ssvems.com' 

< john.lord@ssvems.com >; Flannery, Joseph -FS < iflannerv@fs.fed.us >: llano, Eli -FS 
< eilano@fs.fed.us > 

Subject: PG&E's Public Safety Power Shutoff (PSPS) messaging for today, Tuesday 11/6/2018 at 
1800 hrs. ‘‘POSSIBLE PUBLIC SAFETY POWER SHUTOFF SCHEDULED FOR THURSDAY 
NOVEMBER 8,2018- 

All, 

SUBJECT: PG&E Safety Alert: Extreme weather conditions and high fire-danger may cause 
temporary power shutoff for safety (Notification on Tuesday, November 6) 

Extreme weather conditions and high fire-danger are forecasted within your area, beginning early 
Thursday morning, November 8. Conditions and timing could change. These conditions may cause 
power outages in your community. To protect public safety, PG&E may also temporarily turn off power. 

We will be reaching out to customers asking that they prepare emergency plans and supplies. We 
continually monitor conditions, as extreme weather threats can change quickly. If we do need to turn off 
power for safety, we will attempt to send another notice prior to shutting off power. And we will work to 
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restore power as soon as it is safe to do so. More information is available at pge.com/wildfiresafety or by 
calling 1-800-PGE-5002. Thank you. 

Below is our most recent messaging to our agency cooperators concerning the possibility of a Public 
Safety Power Shutoff (PSPS) event for Thursday, November 8, 2018. 


The below noted information includes the cities and communities by county and Fire Index Areas that 
may be affected by this possible PSPS event. 

175 LAKE Adams, Anderson Springs, Bonanza Springs, Castle Rock Springs, Clearlake, 

Clearlake Oaks, Clearlake Riviera, Cobb, Finley, Glenhaven, Harbin Springs, Hidden Valley 
Lake, Hobergs, Kelseyville, Lakeport, Lower Lake, Middletown, North Lakeport, 
Pepperwood Grove, Pine Grove, Soda Bay, Spring Valley, Upper Lake, Whispering Pines 

175 NAPA Aetna Springs, Angwin, Berryessa, Deer Park, Knoxville, Moskowite Corner, 

Napa Soda Springs, Pope Valley, Spanish Flat 

280 BUTTE Bangor, Butte Creek Canyon, Cherokee, Cohasset, Concow, Forest Ranch, 

Hurleton, Magalia, Nimshew, Oregon City, Paradise, Parkhill, Rackerby, Richardson Springs, 
Wyandotte, Yankee Hill 

282 BUTTE Berry Creek, Brush Creek, Clipper Mills, Feather Falls, Forbestown, Old 

Forbestown, Robinson Mill 

282 YUBA Challenge, Strawberry Valley, Woodleaf, Yuba Foothills 

282 PLUMAS LaPorte 

330 NEVADA Alta Hill, Alta Sierra, Birchville, Boston Ravine, Bridgeport, Cedar Ridge, 
Cherokee, Chicago Park, French Corral, Glenbrook, Gold Flat, Grass Valley, Hills Flat, Lake City, 
Nevada City, North Columbia, 

North San Juan, Peardale, Red Dog, Rough and Ready, Spring Hill, Sunset 
View, Sweetland, Union Hill, You Bet 

330 SIERRA Alleghany, Downieville, Goodyear’s bar, Sierra City 

330 PLACER Alta, Baxter, Cape Horn, Casa Loma, Dutch Flat, Eden Valley, Foresthill, Gold 
Run, Hughes Mill, Iowa Hill, Magra, Michigan Bluff, Monte Vista, Pinecroft, Shady Glen, Towle, 
Yankee Jims 

330 YUBA Brownsville, Dobbins, Oregon House 

Thank you and please contact me or your local Public Safety Specialist if you have any questions, 


"Rxr!r~ CtrHjc. 

Public Safety Specialist 

Emergency Preparedness & Public Partnerships 
Pacific Gas and Electric Compnay 
11239 Midway 
Chico, CA 95928 
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Volenski, Dina 


From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Get Outlook for iOS 


Wilson, Joe (Public Affairs) <J8WE@pge.com> 
Wednesday, November 07, 2018 1:15 PM 
Mattox, Marc 
Gill, Lauren 
Press release 

PSPS NR 110718 FINAL.DOCX 
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November 7, 2018 


PG&E Continues to Notify Customers in Parts of Nine Counties About the Potential for 
Public Safety Power Shutoff Due to Forecasted Extreme Weather 


SAN FRANCISCO Calif.— Due to expected extreme fire danger conditions, including the Red 
Flag warning from the National Weather Service, Pacific Gas and Electric Company (PG&E) is 
continuing to notify approximately 70,000 customers in portions of nine counties that the 
company may proactively turn off power for safety starting on Thursday, November 8. 

“We understand how important electric service is to customers, so we are considering 
temporarily turning off power in the interest of safety only as a last resort during extreme 
weather conditions to reduce the risk of wildfire,” said Pat Hogan, senior vice president of 
Electric Operations. 


Factors that PG&E considers when deciding to initiate a Public Safety Power Shutoff include 
strong winds, very low humidity levels, critically dry vegetation and on-the-ground observations. 


Continuing today, PG&E is sending automated voice messages, texts and emails to customers 
alerting them to a potential power shutoff. The company has also taken extra steps to notifv 
customers enrolled in the Medical Baseline program via available channels, including deploying 
PG&E employees to knock on these customers’ doors. Due to forecasted high winds and dry 
vegetation, PG&E may temporarily turn off power in portions of the following communities- 


• Butte County (including Berry Creek, Chico, Forest Ranch, Magalia, Oroville Paradise) 

• Lake County (including Clearlake Oaks, Cobb, Hidden Valley Lake Kelseyvi’lle 
Middletown) 

• Napa County (including Angwin, Pope Valley, St. Helena) 

• Nevada County (including Grass Valley, Nevada City, North San Juan) 

• Placer County (including Colfax, Foresthill, Alta) 

• Plumas County (including La Porte) 

• Sierra County (including Downieville, Sierra City) 

• Sonoma County (only portions of unincorporated northeast Sonoma County) 

• Yuba County (including Brownsville, Dobbins, Camptonville) 

Customers in these potentially affected areas are served by approximately 3,100 miles of power 
lines. That s the equivalent of the driving distance from San Francisco to Boston. If power is 
turned off for safety, every mile will be inspected prior to safely turning the power back on. 

PG&E meteorologists continuously monitor weather conditions, and the company will issue 
additional details on affected areas as weather reports become available. Gusty northeast winds 
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are expected late Wednesday through Thursday primarily in the Sacramento Valley, western 
slopes of northern Sierra and the North Bay hills. 

PG&E is working closely with first responders and state and local agencies to keep them 
apprised of our response to the evolving weather conditions. 

Customers should make sure their contact information is up-to-date by visiting 
pge.com/mywildfirealerts, or by calling 1-866-743-6589 during normal business hours. Report 
downed power lines immediately by calling 911. 

Customers can learn whether their home or business is in or near a high fire-threat area by 
reviewing the California Public Utilities Commission’s High Fire-Threat District man For more 
information on how to prepare, customers should visit pge.com/wildfiresafety or call 1-800-PGE- 
5002. They can also visit pge.com/wildfiresafety to determine whether their home or business is 
served by an electric line that may be turned off for safety. 

About PG&E 

Pacific Gas and Electric Company, a subsidiary of PG&E Corporation (NYSE:PCG), is one of 
the largest combined natural gas and electric energy companies in the United States. Based in 
San Francisco, with more than 20,000 employees, the company delivers some of the nation’s 
cleanest energy to nearly 16 million people in Northern and Central California. For more 
information, visit www.pge.com/ and www.pae.com/en/about/newsroom/index.Daae . 
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Volenski, Dina 


Subject: 

Location: 


Start: 

End: 

Show Time As: 


PG&E Update Call- Butte County Public Aoencies 

Conference Code: 1 8006037556,,, Leader Code: 18006037556 

#,5298# 

Wed 11/7/2018 12:30 PM 
Wed 11/7/2018 12:45 PM 
Tentative 


Recurrence: (none) 

Organizer: Wilson, Joe (Public Affairs) 


Butte County Agency Update Calls 

Please feel free to forward to other agency partners who may benefit from regular PG&E updates as we closely monitor 
the upcoming fire weather. This call is limited to public agency leadership and will not include media outlets or 
customers who will receive information through other dedicated channels. PG&E will provide twice daily updates at 
1230 and 1530 throughout this event. 

Agenda 

1. PG&E Situation Status Update 

2. Customer Communication Efforts 

3. Prestaging for patrol and restoration 

4. Roundtable/ Questions 
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Volenski, Dina 


Subject: 

Location: 


Start: 

End: 

Show Time As: 


PG&E Update Call- Butte County Public Agencies 

Conference Code: 1 8006037556,,, Leader Code: 18006037556 . 

#,5298# 

Wed 11/7/2018 5:30 PM 
Wed 11/7/2018 5:45 PM 
Tentative 


Recurrence: (none) 

Organizer: Wilson, Joe (Public Affairs) 


Update 

updates at 0730,1230, and 1730 throughout this event. 


Please feel free to forward to other agency partners who may benefit from regular PG&E updates as we closely monitor 
the upcoming fire weather. This call is limited to public agency leadership and will not include media outlets or 
customers who will receive information through other dedicated channels. PG&E will provide daily updates at 0730, 
1230, and 1730 throughout this event. 

Agenda 

1. PG&E Situation Status Update 

2. Customer Communication Efforts 

3. Prestaging for patrol and restoration 

4. Roundtable/ Questions 
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Volenski, Dina 


Subject: 

Location: 


Start: 

End: 

Recurrence: 


PG&E Update Call- Butte County Public Agencies 

Conference Code: 1 8006037556,, Leader Code: 18006037556 

#,5298# 

Thu 11/8/2018 7:30 AM 
Thu 11/8/2018 7:45 AM 

(none) 


Meeting Status: Accepted 


Organizer: Wilson, Joe (Public Affairs) 


Update 

updates at 0730, 1230, and 1730 throughout this event. 


Please feel free to forward to other agency partners who may benefit from regular PG&E updates as we closely monitor 
the upcoming fire weather. This call is limited to public agency leadership and will not include media outlets or 
customers who will receive information through other dedicated channels. PG&E will provide daily updates at 0730, 
1230, and 1730 throughout this event. 

Agenda 

1. PG&E Situation Status Update 

2. Customer Communication Efforts 

3. Prestaging for patrol and restoration 

4. Roundtable/ Questions 
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Volenski, Dina 


From: 

Sent: 

To: 

Subject: 

Attachments: 

Tracking: 


Volenski, Dina 

Wednesday, November 07, 2018 3:02 PM 
Gill, Lauren 

TOWN OF PARADISE MEDIA RELEASE - POTENTIAL POWER OUTAGE FROM PG&E 
110718 PGE Media Release.pdf; 110718 PGE Media Release.pdf 

Recipient Delivery 

Gill, Lauren Delivered: 11/7/2018 3:02 PM 

Alexis Jefferds - B-line (alexis.jefferds@transdev.com) 

Bill Reid 

Borrayo, Georgeanna 

Brady Velikonia 

Cal Fire - ECC 

Carlson, Casey 

Carlson, James 

CDunsmoor@buttecounty.net 

Dan Efseaff (defseaff@ParadisePRPD.com) 

Darren Read 
FD All 

First Responder-Chris 
Hatcher, Casey 
Hawks, David 

Houdek, Michael Delivered: 11/7/2018 3:02 PM 

Jaime Neff (jneff@pusdk12.org) 

Jennifer Robbins Qrobbins@pusdk12.org) 

Kim Jones Qoneski@butte.edu) 

Kiuttu, Bob 

Lance Atencio - B-Line (lance.atencio@transdev.com) 

Lawrie, Curtis 
Lee, Christie 
M Pratt 

Mattox, Marc Delivered: 11/7/2018 3:02 PM 

Michael Johnson 

Michael Rosson (mrosson@bcag.org) 

Michelle John 

Northern Recycling and Waste 

O’Brien, Keith 

PD All 

Peplow, Jim 

Rick Carhart 

Robert Sutton 

Rubina Hartwig (rhartwig@pusdk12.org) 

Streeter, Yvette 

Volenski, Dina Delivered: 11/7/2018 3:02 PM 

Walker, Mark 
Action Newsl 

Amanda Hovik (ahovik@paradisepost.com) 

Chico ER 
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Recipient 


Delivery 


DeAnda, Calli-Jane 
Dechter, Lorraine 
Howard, Scott 
KHSL-TV 
KRCR TV 


Lang, Bruce 
Melissa Daugherty 
Monica Nolan 
Rick Silva 
Saam, Kelli 
Urseny, Laura 


Greg Bolin (gbolin@bolincompanies.com) 

Jody Jones Godymom@hotmail.com) 

Melissa Schuster (LadyMofParadise@hotmail.com) 

Scott Lotter 

Zuccolillo, Mike 

Anderson, Kate 

Baker, Craig 

Bertagna, Steve 

Borgman, Anthony 

Curtis, Colette 

Hartman, Susan 

Lindsey, Anthony 

Mays-Keillor, Candace 

Miller, Sandra 

mooredl@earthlink.net 

Peppas, Kevin 

Peters, Crystal 

Rainey, Christopher 

Reinbold, Eric 

Rice, LeAnn 

Smith, Ursula 

Trent, Rick 

Will, Gina 

Wright, Robert 

Anita Towslee (aktowslee@comcast.net) 

jcbearadise@yahoo.com 

Kim Morris (georgebtu@sbcglobal.net) 

Ray Groom (outamygourdrsg@gmail.com) 
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Delivered: 11/7/2018 3:02 PM 

Delivered: 11/7/2018 3:02 PM 
Delivered: 11/7/2018 3:02 PM 
Delivered: 11/7/2018 3:02 PM 
Delivered: 11/7/2018 3:02 PM 
Delivered: 11/7/2018 3:02 PM 

Delivered: 11/7/2018 3:02 PM 
Delivered: 11/7/2018 3:02 PM 
Delivered: 11/7/2018 3:02 PM 
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Stephanie Neumann (stephanieneumann97@gmail.com) 


rknichols@townofparadise.com 

rwright@townofparadise.com 

ereinbold@townofparadise.com 

rpickering@townofparadise.com 

jwilkey@townofparadise.com 

sbertagna@townofparadise.com 

mmcgee@townofparadise.com 


Delivered: 11/7/2018 3:02 PM 
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mayala@townofparadise.com 

cladrini@townofparadise.com 

vips@townofparadise.com 

gtazzari@townofparadise.com 

dmoskowitz@townofparadise.com 

aturenne@townofparadise.com 

jalvies@townofparadise.com 

dakin@townofparadise.com 

gvrooman@townofparadise.com 

mbesseghini@townofparadise.com 

khonea@townofparadise. com 

mgates@townofparadise.com 

sjordan@townofparadise.com 

skam m @townofparadise. com 

crollo@townofparadise.com 

kmanley@townofparadise.com 

jnichols@townofparadise.com 

pwalters@townofparadise.com 

sjohnston@townofparadise.com 

tmayhugh@townofparadise.com 

zprice@townofparadise.com 

tramlow@townofparadise.com 

aborgman@townofparadise.com 

jhuggins@townofparadise.com 

cvang@townofparadise.com 
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dvannucci@townofparadise.com 
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November 7, 2018 


Due to the Red Flag warning from the National Weather Service and expected extreme fire danger conditions 
Pacific Gas and Electric Company (PG&E) is notifying customers that the power may be turned off for safety 
reasons starting on Thursday, November 8, 2018. (Attached is the media release from PG&E for further 
information) The Town of Paradise is urging residents to prepare for the potential power outage Below are items 
to have prepared in case the power is turned off- 


• Charge cell phones (cell phone service may be effected) 

• Locate flashlights or other light sources 

• Ensure your vehicles have a full tank of gas 

• Have power related medical items prepared for an outage 

• Have water available 


If traveling during the outage, allow extra time to reach your destination and be prepared for the traffic 
signals to be out of service. Out of service signals should be treated as a four-way stop. 


This is a precautionary notice, but in the case of a potential power outage the Town 
information available on AM 1500 and on the Town’s Facebook page. 


of Paradise will have 


For further information, contact Lauren Gill at 
(530) 872-6291 x112, Monday-Thursday, 8am to 5pm 



Dina Volenski 
Town Clerk 
Town of Paradise 
5555 Skyway 
Paradise, CA 95969 
530-872-6291 ext. 102 

TOWN OF PARADISE DISCLAIMER: This email and any attachment may contain private, confidential, and privileged material for the 
sole use of the intended recipient. Any review, copying, or distribution of this email, or any attachments thereto by other than the 
Town of Paradise or the intended recipient is strictly prohibited. If you are NOT the intended recipient, please contact the sender 
immediately and permanently delete the original and any copies of this email and any attachments thereto. 
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November 7, 2018 


PG&E Continues to Notify Customers in Parts of Nine Counties About the Potential for 
Public Safety Power Shutoff Due to Forecasted Extreme Weather 

SAN FRANCISCO, Calif.— Due to expected extreme fire danger conditions, including the Red 
Flag warning from the National Weather Service, Pacific Gas and Electric Company (PG&E) is 
continuing to notify approximately 70,000 customers in portions of nine counties that the 
company may proactively turn off power for safety starting on Thursday, November 8. 

“We understand how important electric service is to customers, so we are considering 
temporarily turning off power in the interest of safety only as a last resort during extreme 
weather conditions to reduce the risk of wildfire,” said Pat Hogan, senior vice president of 
Electric Operations. 


Factors that PG&E considers when deciding to initiate a Public Safety Power Shutoff include 
strong winds, very low humidity levels, critically dry vegetation and on-the-ground observations. 

Continuing today, PG&E is sending automated voice messages, texts and emails to customers 
alerting them to a potential power shutoff. The company has also taken extra steps to notify 
customers enrolled in the Medical Baseline program via available channels, including deploying 
PG&E employees to knock on these customers’ doors. Due to forecasted high winds and dry 
vegetation, PG&E may temporarily turn off power in portions of the following communities: 


• Butte County (including Berry Creek, Chico, Forest Ranch, Magalia, Oroville, Paradise) 

• Lake County (including Clearlake Oaks, Cobb, Hidden Valley Lake, Kelsevville 
Middletown) 

• Napa County (including Angwin, Pope Valley, St. Helena) 

• Nevada County (including Grass Valley, Nevada City, North San Juan) 

• Placer County (including Colfax, Foresthill, Alta) 

• Plumas County (including La Porte) 

• Sierra County (including Downieville, Sierra City) 

• Sonoma County (only portions of unincorporated northeast Sonoma County) 

• Yuba County (including Brownsville, Dobbins, Camptonville) 

Customers in these potentially affected areas are served by approximately 3,100 miles of power 
lines. That’s the equivalent of the driving distance from San Francisco to Boston. If power is 
turned off for safety, every mile will be inspected prior to safely turning the power back on. 

PG&E meteorologists continuously monitor weather conditions, and the company will issue 
additional details on affected areas as weather reports become available. Gusty northeast winds 


1 




are expected late Wednesday through Thursday primarily in the Sacramento Valley, western 
slopes of northern Sierra and the North Bay hills. 

PG&E is working closely with first responders and state and local agencies to keep them 
apprised of our response to the evolving weather conditions. 

Customers should make sure their contact information is up-to-date by visiting 
pge.com/mywildfirealerts, or by calling 1-866-743-6589 during normal business hours. Report 
downed power lines immediately by calling 911. 


Customers can learn whether their home or business is in or near a high fire-threat area by 
reviewing the California Public Utilities Commission’s High Fire-Threat District map . For more 
information on how to prepare, customers should visit pge.com/wildfiresafety or call 1-800-PGE- 
5002. They can also visit pge.com/wildfiresafety to determine whether their home or business is 
served by an electric line that may be turned off for safety. 

About PG&E 

Pacific Gas and Electric Company, a subsidiary of PG&E Corporation (NYSEiPCG). is one of 
the largest combined natural gas and electric energy companies in the United States. Based in 
San Francisco, with more than 20,000 employees, the company delivers some of the nation’s 
cleanest energy to nearly 16 million people in Northern and Central California. For more 
information, visit www.pqe.com/ and www.pqe.com/en/about/newsroom/index.oaae . 
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November 7, 2018 


PG&E Continues to Notify Customers in Parts of Nine Counties About the Potential for 
Public Safety Power Shutoff Due to Forecasted Extreme Weather 

SAN FRANCISCO, Calif. — Due to expected extreme fire danger conditions, including the Red 
Flag warning from the National Weather Service, Pacific Gas and Electric Company (PG&E) is 
continuing to notify approximately 70,000 customers in portions of nine counties that the 
company may proactively turn off power for safety starting on Thursday, November 8. 

“We understand how important electric service is to customers, so we are considering 
temporarily turning off power in the interest of safety only as a last resort during extreme 
weather conditions to reduce the risk of wildfire,” said Pat Hogan, senior vice president of 
Electric Operations. 

Factors that PG&E considers when deciding to initiate a Public Safety Power Shutoff include 
strong winds, very low humidity levels, critically dry vegetation and on-the-ground observations. 

Continuing today, PG&E is sending automated voice messages, texts and emails to customers 
alerting them to a potential power shutoff. The company has also taken extra steps to notify 
customers enrolled in the Medical Baseline program via available channels, including deploying 
PG&E employees to knock on these customers’ doors. Due to forecasted high winds and dry 
vegetation, PG&E may temporarily turn off power in portions of the following communities: 

• Butte County (including Berry Creek, Chico, Forest Ranch, Magalia, Oroville, Paradise) 

• Lake County (including Clearlake Oaks, Cobb, Hidden Valley Lake, Kelseyville, 
Middletown) 

• Napa County (including Angwin, Pope Valley, St. Helena) 

• Nevada County (including Grass Valley, Nevada City, North San Juan) 

• Placer County (including Colfax, Foresthill, Alta) 

• Plumas County (including La Porte) 

• Sierra County (including Downieville, Sierra City) 

• Sonoma County (only portions of unincorporated northeast Sonoma County) 

• Yuba County (including Brownsville, Dobbins, Camptonville) 

Customers in these potentially affected areas are served by approximately 3,100 miles of power 
lines. That’s the equivalent of the driving distance from San Francisco to Boston. If power is 
turned off for safety, every mile will be inspected prior to safely turning the power back on. 

PG&E meteorologists continuously monitor weather conditions, and the company will issue 
additional details on affected areas as weather reports become available. Gusty northeast winds 
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are expected late Wednesday through Thursday primarily in the Sacramento Valley, western 
slopes of northern Sierra and the North Bay hills. 

PG&E is working closely with first responders and state and local agencies to keep them 
apprised of our response to the evolving weather conditions. 

Customers should make sure their contact information is up-to-date by visiting 
pge.com/mywildfirealerts, or by calling 1-866-743-6589 during normal business hours. Report 
downed power lines immediately by calling 911. 


Customers can learn whether their home or business is in or near a high fire-threat area by 
reviewing the California Public Utilities Commission’s High Fire-Threat District map . For more 
information on how to prepare, customers should visit pge.com/wildfiresafety or call 1-800-PGE- 
5002. They can also visit pge.com/wildfiresafety to determine whether their home or business is 
served by an electric line that may be turned off for safety. 

About PG&E 

Pacific Gas and Electric Company, a subsidiary of PG&E Corporation (NYSE.PCG), is one of 
the largest combined natural gas and electric energy companies in the United States. Based in 
San Francisco, with more than 20,000 employees, the company delivers some of the nation’s 
cleanest energy to nearly 16 million people in Northern and Central California. For more 
information, visit www.pge.com/ and www.pae.com/en/about/newsroom/index.Daae 
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Volenski, Dina 


From: 

Sent: 

To: 

Subject: 

Attachments: 


Gill, Lauren 

Wednesday, November 07, 2018 3:29 PM 
Town Council 

Possible Planned Power Outage 
PSPS NR 110718FINAL.DOCX 


Dear Mayor Jones and Town Council: 

No rest for the weary! We have hit the ground running this morning. Besides having our staff meeting and discussing 
many upcoming projects and the November Town Council meeting, we had a conference call with PG&E regarding the 
possible planned power outage. The reason for the outage is the red flag warning combined with a sustained wind 
event. The wind event, although short-lived, is expected to have sustained winds of about 20-25 mph with gusts up to 
40-45 mph, beginning tomorrow morning at about 0400 off and on for about 24 hours. Areas affected: Forrest Ranch, 
Magalia, Kelly Ridge, Paradise, Cohasset, Concow, Forbestown—maybe more. 

We will have another conference call this evening at 5:30 p.m. at which time they will let us know if the power outage 
will in fact be executed. At this point there is a 35% chance of a power deactivation by PG&E beginning tomorrow 
morning between 0400 and 0800 tomorrow morning. PG&E will have 6-8 helicopters and 135 personnel inspecting the 
lines to get the power back on as soon as possible. The problem is that once the lines are deactivated, they have to re¬ 
inspect the lines before they turn them back on. We will have regular updates during the outage to get updates from 
PG&E. We will put these updates on our Town sources. Please direct people to our website and/or our FB page or AM 
1500 radio. 

Town staff met this morning to discuss our battery back-up system , the public safety communication equipment, the 
traffic signals, etc. Our battery back-ups on the traffic signals are not equipped to last long and therefore we will 
experience dark traffic signals. We put our a press release and also posted information on our Town FB page regarding 
the outage and what residents can expect and to BE SAFE ESPECIALLY WHILE DRIVING. 

This is a good opportunity for a drill so staff will open a Level 1 Virtual EOC—which just means we are monitoring the 
situation and putting information out on our website, FB page and on the Town's AM 1500 radio. There is no need to 
open a shelter or do anything else at this point. Although this is not our emergency and we are not in charge of it, this 
may be the new normal. All residents of California need to be prepared for these planned outages. We have wind days 
every year—it is actually more dangerous when the power lines are charged. Let's hope that these outages save lives 
and property. There will be a lot of inconvenience—especially for small businesses. We need to remind people to 
remain calm. This is a responsible move by PG&E to protect those that live in a high wildland fire area. 

I will keep the Council apprised. 

£cuvten Ji. Qi£t, 

Town Manager 
Town of Paradise 
5555 Skyway 
Paradise, CA 95969 
530.872.6291 x-112 
www.townofparadise.com 
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November 7, 2018 


PG&E Continues to Notify Customers in Parts of Nine Counties About the Potential for 
Public Safety Power Shutoff Due to Forecasted Extreme Weather 

SAN FRANCISCO, Calif.— Due to expected extreme fire danger conditions, including the Red 
Flag warning from the National Weather Service, Pacific Gas and Electric Company (PG&E) is 
continuing to notify approximately 70,000 customers in portions of nine counties that the 
company may proactively turn off power for safety starting on Thursday, November 8. 

“We understand how important electric service is to customers, so we are considering 
temporarily turning off power in the interest of safety only as a last resort during extreme 
weather conditions to reduce the risk of wildfire,” said Pat Hogan, senior vice president of 
Electric Operations. 

Factors that PG&E considers when deciding to initiate a Public Safety Power Shutoff include 
strong winds, very low humidity levels, critically dry vegetation and on-the-ground observations. 

Continuing today, PG&E is sending automated voice messages, texts and emails to customers 
alerting them to a potential power shutoff. The company has also taken extra steps to notify 
customers enrolled in the Medical Baseline program via available channels, including deploying 
PG&E employees to knock on these customers’ doors. Due to forecasted high winds and dry 
vegetation, PG&E may temporarily turn off power in portions of the following communities: 

• Butte County (including Berry Creek, Chico, Forest Ranch, Magalia, Oroville, Paradise) 

• Lake County (including Clearlake Oaks, Cobb, Hidden Valley Lake, Kelseyville, 
Middletown) 

• Napa County (including Angwin, Pope Valley, St. Helena) 

• Nevada County (including Grass Valley, Nevada City, North San Juan) 

• Placer County (including Colfax, Foresthill, Alta) 

• Plumas County (including La Porte) 

• Sierra County (including Downieville, Sierra City) 

• Sonoma County (only portions of unincorporated northeast Sonoma County) 

• Yuba County (including Brownsville, Dobbins, Camptonville) 

Customers in these potentially affected areas are served by approximately 3,100 miles of power 
lines. That’s the equivalent of the driving distance from San Francisco to Boston. If power is 
turned off for safety, every mile will be inspected prior to safely turning the power back on. 

PG&E meteorologists continuously monitor weather conditions, and the company will issue 
additional details on affected areas as weather reports become available. Gusty northeast winds 


l 




sre expected late Wednesday through Thursday primarily in the Sacramento Valley, western 
slopes of northern Sierra and the North Bay hills. 

PG&E is working closely with first responders and state and local agencies to keep them 
apprised of our response to the evolving weather conditions. 

Customers should make sure their contact information is up-to-date by visiting 
pge.com/mywildfirealerts, or by calling 1-866-743-6589 during normal business hours. Report 
downed power lines immediately by calling 911. 

Customers can learn whether their home or business is in or near a high fire-threat area by 
reviewing the California Public Utilities Commission’s High Fire-Threat District map . For more 
information on how to prepare, customers should visit pge.com/wildfiresafety or call 1-800-PGE- 
5002. They can also visit pge.com/wildfiresafety to determine whether their home or business is 
served by an electric line that may be turned off for safety. 

About PG&E 

Pacific Gas and Electric Company, a subsidiary of PG&E Corporation (NYSE:PCGl is one of 
the largest combined natural gas and electric energy companies in the United State’s. Based in 
San Francisco, with more than 20,000 employees, the company delivers some of the nation’s 
cleanest energy to nearly 16 million people in Northern and Central California. For more 
information, visit www.pge.com/ and www.Dae.com/en/about/newsroom/index.paae . 
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Volenski, Dina 


From: 

Sent: 

To: 

Subject: 


Gill, Lauren 

Wednesday, November 07, 2018 6:13 PM 
Town Council 
Update PG&E Outage 


We just finished our 5:30 p.m. update from PG&E regarding the possible outage. They will be monitoring the system 
overnight to determine if the outage will occur. If it does occur it could be switched off between 2:00-4:00 a.m. PG&E 
will alert Dispatch, Calfire, the Hospital if they cut off the power. PG&E will send out robo calls to all customers at 
around 6:00 a.m. The school district will cancel school and will send out robo calls IF THE POWER IS SHUT OFF. I will call 
Ed Fortner to ensure that PID was notified. We will all know tomorrow morning. The Town is ready. The Butte County 
Sheriff, and the Butte County was on the conference call. All agencies are prepared. Again we will know more when we 
go through this process. Thanks for your patience. 

Jiawcen Jl/l. Qi£l, 

Town Manager 
Town of Paradise 
5555 Skyway 
Paradise, CA 95969 
530.872.6291 x-112 
www.townofparadise.com 
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